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ORIGIN EB-11 

INFO OCT-01 CIAE-00 COME-OO DODE-OO INR-10 NSAE-00 RSC-01 

TRSE-00 EUR-25 AEC-11 ADP-00 ACDA-19 MC-02 /080 R 

DRAFTED BY EB/ ITP/ EWT: LROSS/ COMMERCE/ OEC: MKRAVETZ: MAR 
5/1/73 EXT 22584 

APPROVED BY EB/ ITP/ EWT: IMGREGORY, IR. 

COMMERCE/ OEC: LROBINSON 
RPE 

080435 

R 012208 Z MAY 73 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 
INFO AMEMBASSY BUCHAREST 

CONFIDENTIAL STATE 082106 

EXCON 

EO 11652: XGDS-1 

TAGS: ESTC, COCOM, RO, UK, US 

SUBJ: US OSCILLOSCOPES TO ROMANIA - IL 1584 

REFS: A. COCOM DOC(73)537 
B. OECD PARIS 10795 

RE UK QUESTIONS, REF. B, INVESTIGATION SHOWS THAT NUMBER OF 
OSCILLOSCOPES REQUESTED FOR EXPORT IS COMMENSURATE WITH 
THE ACTIVITIES OF THE FIRST CONSIGNEE (2( A) OF REF. A) 

WHICH IS CHARGED WITH THE RESPONSIBILITY FOR CONTROLLING 
PRODUCTION, RESEARCH, MAINTENANCE AND REPAIR OF VIRTUALLY 
ALL OF THE CALCULATORS AND COMPUTERS IN ROMANIA. BELIEVE 
SECOND CONSIGNEE' S END USE SUFFICIENTLY EXPLICIT TO EXPRESS 
SIGNIFICANT CONTINUING REQUIREMENT FOR SCOPE. SINCE THERE 
IS NO DIRECT CORRELATION BETWEEN TRIGGERING SPEED AND VERTI- 
CAL AMPLIFIER BANDWIDTH AND NO REASON TO BELIEVE THE SYSTEM 
WILL BE UPGRADED BECAUSE OF THE TRIGGERING SPEED, THE 
CASE IS CONSIDERED AS A 50 MHZ SYSTEM. ROGERS 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ESTC 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 MAY 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: willialc 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE082106 
Document Source: CORE 
Document Unique ID: 00 

Drafter: LROSS/ COMMERCE/ OEC: MKRAVETZ: MAR 

Enclosure: n/a 
Executive Order: XGDS-1 
Errors: n/a 
Film Number: n/a 
From: SECSTATE WASHDC 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730533/aaaahkfx.tel 

Line Count: 63 
Locator: TEXT ON-LINE 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: willialc 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16-Aug-2001 by izenbei0>; APPROVED <01 -Oct-2001 bywillialo 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> mcm 971117 

Subject: US OSCILLOSCOPES TO ROMANIA - IL 1584 

TAGS: ESTC, RO, UK, US, COCOM 

To: BUCHAREST 

OECD PARIS 

Type: TE 
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